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ABSTRACT 

Blade-vortex  interaetion  noise  of  an  isolated  full-seale 
XV-15  tilt-rotor  was  investigated  in  the  NASA  Ames 
80-  by  120-Foot  Wind  Tunnel.  The  objeetive  was  to 
establish  the  baseline  BVI  noise  signature  of  a  full- 
seale  tilt-rotor  and  to  investigate  several  noise 
reduetion  eoneepts,  ineluding  blade-tip  subwings, 
redueed  tip  Maeh  number,  and  the  addition  of  a  fourth 
blade  to  the  rotor  system.  At  the  nominal  tip  Maeh 
number  of  0.691,  the  peak  BVI  levels  were  found  to 
oeeur  at  a  tip-path-plane  angle  of  4°  and  at  the  highest 
advanee  ratio  tested  of  0.2.  The  BVI  noise  levels  were 
found  to  be  weakly  dependent  on  Ct/o.  As  would  be 
expeeted,  redueing  tip  Maeh  number,  either  of  the 
baseline  3 -blade  rotor,  or  in  eonjunetion  with  a  4-blade 
rotor,  was  found  to  be  an  effeetive  way  to  signifieantly 
reduee  noise.  The  addition  of  the  tested  sub  wings  did 
not  seem  to  be  an  effeetive  strategy  for  noise 
reduetion,  and  they  ineurred  a  performanee  penalty. 

INTRODUCTION 

In  support  of  NASA’s  Short  Haul  Civil  Tiltrotor 
(SHCT)  program,  a  seeond  phase  of  a  full-seale  XV- 
15  rotor  test  (Refs.  1  and  2)  was  performed  in  the 
NASA  Ames  80-  by  120-Foot  Wind  Tunnel.  The 
present  test  expanded  the  operating  envelope  of  the 
previous  test.  The  overall  objeetive  of  the  test  was  to 
establish  the  baseline  blade-vortex  interaetion  (BVI) 
noise  signature  of  a  full-seale  tilt-rotor.  Additionally, 
several  BVI  noise  reduetion  eoneepts  were 
investigated.  These  ineluded  redueed  tip  Maeh 
number,  blade-tip  subwings,  and  the  addition  of  a 
fourth  blade  to  the  rotor  system.  This  paper  presents 
aeoustie  results  from  the  wind  tunnel  test.  Some 
limited  data  are  also  ineluded  on  the  influenee  of  the 
subwings  on  rotor  performanee,  ineluding  eomparison 
with  CAMRAD  II  ealeulations. 


WIND  TUNNEL  TEST 

A  full-seale,  isolated,  right-hand  XV-15  rotor  was 
tested  in  the  NASA  Ames  80-  by  120-Foot  Wind 
Tunnel  using  the  Ames  Rotor  Test  Apparatus  (RTA). 
Figure  1  shows  the  RTA  with  the  XV-15  rotor  installed. 

For  aeoustie  measurements,  a  series  of  mierophones 
was  plaeed  around  the  model  (Fig.  2).  Eight 
mierophones  traversed  a  horizontal  plane  on  the 
advaneing  side  of  the  rotor  1.8  rotor  radii  below  and  0.2 
to  2.0  rotor  radii  upstream  of  the  rotor  hub  to  measure 
the  BVI  noise  footprint  below  the  advaneing  side  of  the 
rotor.  One  fixed  mierophone  (Mie  #9)  was  plaeed  at  a 
position  estimated  to  be  along  the  peak  BVI  noise 
radiation  direetion  (at  a  rotor  azimuth  of  150°  and  20° 
below  the  rotor  plane;  at  a  distanee  of  3  rotor  diameters 
from  the  rotor  hub).  The  wind  tunnel  test  seetion  has  a 
sound  absorbing  liner  whieh  eliminates  refleetions 
down  to  approximately  250  Hz  (absorption  >  90%).  In 
addition  to  the  liner,  sound  absorbing  foam  was 
attaehed  to  portions  of  the  model  fuselage  to  eliminate 
refleetions  from  its  large  surfaee.  Additional  foam 
treatment  was  added  to  seleeted  points  in  the  test 
seetion  to  eliminate  refleetion  from  loeal  hard  points. 

The  testing  proeedure  was  to  set  the  tip  Maeh  number 
(Mtip)  and  advanee  ratio  (ji),  then  to  vary  shaft  angle 
(as)  while  maintaining  a  fixed  thrust  eoeffieient  / 
solidity  (Cx/o)  and  minimizing  flapping.  The  tip-path- 
plane  angle  (atpp)  is  the  sum  of  as  and  longitudinal 
flapping,  the  latter  usually  being  a  small  value.  The 
initial  runs  established  atpp  for  peak  BVI  noise  at  eaeh 
advanee  ratio  tested.  Subsequently,  detailed  aeoustie 
data,  ineluding  surveys  of  the  aeoustie  field  below  the 
advaneing  side  of  the  rotor  using  the  traversing 
mierophones,  were  obtained  at  various  values  of 
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advance  ratio,  tip-path-plane  angle,  and  thrust 
eoeffieient  at  and  near  this  peak  B VI  eondition. 

Relevant  test  parameters,  rotor  performanee  data,  and 
aeoustie  data  were  reeorded  and  proeessed  on  a  multi- 
ehannel,  high-speed  data  system.  The  data  were 
digitized  at  2048  samples/rev  (approximately  20,000 
samples/see)  and  the  aeoustie  data  were  anti-alias 
filtered  at  4  kHz.  Sixty-four  revolutions  of  data  were 
synehronously  averaged  per  data  point.  Further 
proeessing  of  the  data  (power  speetra,  filtering,  ete.) 
proeeeded  from  this  averaged  time  history.  BVI  sound 
pressure  levels  (BVISPL)  were  determined  by  bandpass 
filtering  the  data  from  the  10^^  to  the  50^^  blade  passage 
harmonie. 

Additional  details  of  the  wind  tunnel  test, 
instrumentation,  and  data  proeessing  ean  be  found  in 
Refs.  1  and  2. 


3-BLADE  BASELINE  ROTOR  BVI  NOISE 

Data  for  the  3 -blade  baseline  rotor  were  obtained  over  a 
wide  range  of  operating  eonditions  up  to  advanee  ratios 
of  0.2,  as  shown  in  Table  1.  For  most  operating 
eonditions,  the  forward  mierophone  and  the  traverse 
mierophones  showed  similar  trends.  In  the  following 
diseussion,  where  appropriate  the  forward  mierophone 
was  seleeted  as  representative  of  all  the  mierophones. 
Bandpass  filtered  aeoustie  levels  for  the  forward 
mierophone  (Mie  #9)  at  Mtip  =  0.691  and  Ct/o  =  0.075 
are  shown  in  Fig.  3  as  funetion  of  ji  and  atpp.  No 
smoothing  has  been  applied  to  these  data  and  the  figure 
exhibits  some  kinks  due  to  variations  in  data  whieh 
have  been  extraeted  from  different  runs  throughout  the 
test.  The  peak  BVISPL  levels  oeeur  near  ji  =  0.2  and 
atpp  =  4°.  Figure  4  shows  BVISPL  as  funetion  of  atpp  at 
an  advanee  ratio  of  0.2  for  all  the  mierophones.  The 
traverse  was  at  one  rotor  radius  forward  of  the  hub. 

This  was  the  loeation  of  the  highest  BVI  levels  in  the 
majority  of  eases.  For  Mierophone  #9,  Fig.  4  is 
essentially  a  vertieal  eut  through  Fig.  3  at  ji  =  0.2.  The 
BVI  noise  levels  peak  near  4°.  A  similar  horizontal  eut 
at  a  tip-path-plane  angle  of  4°  shows  the  variation  of 
BVISPL  as  funetion  of  ji  in  Fig.  5.  The  highest  BVI 
levels  were  measured  at  the  highest  tested  ji  of  0.2.  This 
figure  also  shows  that  the  traverse  mierophone  (i.e.  the 
lateral  loeation)  where  the  peak  BVI  level  was 
measured  varies  with  ji.  Figure  6a  shows  BVISPL  as 
funetion  of  Ct/o  and  indieates  that  noise  levels  are 
quite  insensitive  to  thrust  at  the  highest  BVI  eondition. 
However,  Fig.  6b  shows  that  at  a  somewhat  lower  BVI 
level,  there  is  a  relatively  weak  dependenee  on  Ct/o. 


The  unfiltered  and  bandpass  filtered  aeoustie  time 
histories  at  the  peak  BVI  eondition  for  the  forward 
mierophone  (Mie  #9)  are  shown  in  Figs.  7  and  8.  Figure 
8(b)  shows  the  details  of  the  middle  pulse.  The  basie 
eharaeteristie  of  BVI  sound  is  the  high-amplitude  pulse. 
The  exaet  shape,  amplitude,  and  nature  of  the  “tails”  on 
either  side  of  the  main  pulse  depend  on  the  exaet 
operating  eonditions. 

The  aeoustie  footprint  under  the  advaneing  side  of  the 
rotor  is  shown  in  Fig.  9  for  the  peak  BVI  eonditions  (ji 
=  0.2  and  atpp  =  4°).  Two  other  aeoustie  footprints  at  a 
moderate  BVI  eondition  and  a  low  BVI  eondition  are 
ineluded  in  Figs  10  and  1 1 .  Note  that  the  peak  BVI 
region  moves  forward  as  ji  deereases  and  inward  as  the 
rotor  tip-path-plane  rotates  down.  Figure  12  is  the 
bandpass  filtered  time  history  at  the  low  BVI  eondition. 
Note  the  lower  amplitude,  as  well  as  the  ehange  in  the 
pulse  shape  eompared  to  Fig.  8(b). 

BVI  NOISE  REDUCTION  CONCEPTS 

Several  BVI  noise  reduetion  eoneepts  were  investigated 
during  the  wind  tunnel  test.  These  were  (1)  redueed 
Mtip;  (2)  installation  of  small  sub  wings  of  several 
different  designs  at  the  blade  tips;  (3)  the  addition  of  a 
fourth  identieal  blade  to  the  rotor  system;  and  (4)  use  of 
preseribed  and  aetive  feedbaek  higher  harmonie 
eontrol.  The  results  of  HHC  testing,  whieh  were  quite 
eneouraging,  are  presented  in  Ref  3. 

Reduced  M^p 

Tip  Maeh  number  is  the  single  most  important 
determinant  of  rotor  noise.  Therefore,  an  effeetive  way 
to  reduee  noise  is  to  reduee  rotor  RPM.  This  was 
investigated  during  the  wind  tunnel  test  in  several  ways; 
one  being  to  reduee  RPM  while  maintaining  thrust  and 
speed.  Redueing  RPM  while  maintaining  Ct/o  and  ji 
was  also  investigated.  Figure  13  shows  that  up  to  4  dB 
noise  reduetion  is  possible  (at  the  forward  mierophone) 
at  the  maximum  BVI  eondition  with  a  10%  reduetion  in 
Mtip  (0.691  vs  0.622).  The  noise  footprint  at  the  redueed 
Mtip  is  shown  in  Fig.  14.  Comparing  this  to  Fig.  10  (at 
the  same  thrust  and  speed,  but  standard  Mtip  =  0.691) 
shows  the  signifieant  reduetion  in  the  size  of  the  high 
noise  region,  and  its  shift  downstream. 

Subwings 

Trailing  tip  vortex  strength  and  eore  size  are  important 
parameters  for  BVI  noise.  Use  of  subwings  to  diffuse 
the  eore  has  been  proposed  by  others  as  a  means  for 


reducing  noise  (e.g.  Refs.  4  and  5).  Two  sets  of 
subwings  were  installed  on  the  baseline  3-bladed  rotor 
to  test  this  idea.  Both  sets  were  rectangular  in  shape 
and  set  at  fixed  incidence  angles  of  +2°  or  -2°  relative 
to  the  blade  tip.  Relative  to  the  chord  at  the  blade  tip, 
they  were  0.2  in  chord,  0.39  in  length,  and  set  back  0.11 
from  the  leading  edge.  All  operating  parameters  were 
based  on  baseline  values  of  blade  radius  and  solidity,  no 
adjustments  being  made  to  account  for  the  addition  of 
the  sub  wings. 

Figure  15  is  a  comparison  of  BVI  noise  levels  of  the 
two  subwings  with  the  baseline  rotor  measured  at  the 
forward  microphone  (Mic  #9)  at  fixed  Ct/o,  Mtip,  and  [i 
over  a  range  of  atpp.  Figures  16  -  18  are  the  acoustic 
footprints  at  the  same  operating  conditions  near  the 
peak  BVI  condition,  atpp  =  3°.  The  effect  of  the  addition 
of  both  sets  of  subwings  was  to  increase,  rather  than 
decrease,  the  noise. 

The  influence  of  the  subwings  on  rotor  performance 
was  also  examined,  including  comparison  with 
CAMRAD  II  calculations.  Figure  19  shows  measured 
and  calculated  power  for  the  XV- 15  rotor  with  and 
without  subwings,  as  a  function  of  thrust,  ji  =  0.17,  Mtip 
=  0.691,  and  atpp  =  -10°  (nose  down).  The  measured 
performance  data  show  a  general  increase  of  power 
required  with  the  subwings  installed.  There  is  some 
effect  of  subwing  angle  in  the  data.  The  rectangular 
subwing  at  -2°  gives  the  smallest  increase  in  power 
compared  to  the  baseline;  the  rectangular  sub  wing  at 
+2°  produces  the  largest  power  increase. 

The  performance  was  calculated  with  CAMRAD  II 
(Ref  6),  using  aerodynamic  model  parameters 
established  through  correlation  with  other  tilt-rotor 
performance  and  airloads  data.  Key  features  of  the 
aerodynamic  analysis  are  the  dual-peak  wake  rollup 
model  (producing  negative  tip  vortex  strength  when  the 
blade  tip  has  negative  loading),  and  an  inboard  stall 
delay  model.  Both  of  these  features  influence  the 
calculated  power  as  a  function  of  thrust.  With 
subwings,  the  analysis  has  a  rolled  up  trailed  vortex 
both  from  the  primary  blade  tip,  and  from  the  subwing 
tip.  The  calculations  were  performed  with  the  gimbal 
motion  (trimmed  to  zero  mean  gimbal  tilt  relative  the 
shaft),  but  without  any  elastic  motion  of  the  blades. 

In  the  calculated  performance,  the  profile  and  induced 
power  are  both  increased  by  the  subwing.  The 
propulsive  force  is  reduced  with  the  subwing,  and 
hence  the  parasite  power  is  reduced.  The  profile  and 
parasite  power  changes  are  about  the  same  magnitude 
(hence  cancel  in  the  change  of  total  power),  and  about 
one-third  the  induced  power  change.  The  calculated  net 


power  increase  is  smallest  for  the  +2°  sub  wing  and 
largest  for  the  -2°  subwing.  The  induced  power 
increase  produced  by  the  +2°  sub  wing  is  ACp/a  = 
.00019,  that  for  the  -2°  subwing  ACp/a  =  .00026.  This 
larger  value  of  induced  power  is  caused  by  more 
extensive  negative  loading  at  the  blade  tip  for  the  -2° 
subwing,  compared  to  the  +2°  subwing.  While  the 
calculated  influence  of  subwing  angle  is  not  very  great 
for  power,  it  is  more  noticeable  for  the  blade  loading 
and  wake  geometry. 

Overall,  the  correlation  between  measured  and 
calculated  power  is  good.  For  the  -2°  subwing,  the 
measurements  and  calculation  exhibit  different  trends 
compared  to  the  other  subwing.  Work  underway  on 
correlation  with  the  baseline  XV- 15  results  may 
improve  the  calculated  influence  of  thrust,  but  probably 
will  not  change  the  calculated  influence  of  the  subwing. 
Little  influence  has  been  found  of  rolled  up  vortex  core 
size  on  the  calculated  performance,  with  or  without  the 
subwing.  There  might  be  some  influence  of  blade 
elasticity  for  the  XV- 15.  Aerodynamic  model 
deficiencies  relevant  to  these  results  are  calculation  of 
loading  on  low  aspect  ratio  subwings,  and  the  lack  of  a 
representation  of  merging  of  the  primary  and  subwing 
vortices. 


4-Blade  Rotor 

An  old  idea  for  reducing  rotor  noise  while  maintaining 
performance  is  to  add  an  additional  rotor  blade.  The 
choice  is  to  operate  the  rotor  at  the  same  tip  Mach 
number  as  the  baseline  rotor  or  to  reduce  the  tip  Mach 
number,  both  while  maintaining  thrust  and  speed.  Both 
these  ideas  were  tried  during  the  wind  tunnel  test.  A 
fourth  standard  XV- 15  blade  was  added  to  the  rotor 
using  a  new  hub.  This  increased  the  solidity  of  the 
rotor.  Therefore,  for  valid  comparisons,  the  3  -  and  4  - 
blade  rotors  were  operated  at  fixed  thrust  (5500  lbs)  and 
airspeed  (77  knots),  rather  than  fixed  Q/a  and  ji. 

Figure  20  is  a  comparison  of  the  BVI  noise,  at  the 
forward  microphone,  of  the  3  -  and  4  -  blade  rotors, 
operated  at  the  same  thrust  and  speed,  at  both  the  same 
and  lower  Mtip.  Figures  21  and  22  are  the  respective 
acoustic  footprints  of  the  4  -  blade  rotor  at  atpp  =  3°. 

The  corresponding  3-blade  data  at  Mtip  =  0.691  is 
shown  in  Fig.  16.  It  is  clear  that  noise  reductions  of  as 
much  as  10  dB  are  possible,  but  only  in  conjunction 
with  lower  RPM  operation. 


CONCLUSIONS 

An  isolated  full-scale  XV- 15  rotor  was  tested  in  the 
NASA  Ames  80-  by  120-Foot  Wind  Tunnel.  The 
baseline  BVI  noise  levels  over  a  range  of  operating 
conditions  were  established.  At  the  nominal  tip  Mach 
number  of  0.691,  the  peak  BVI  levels  were  found  to 
occur  at  a  tip-path-plane  angle  of  4°  and  at  the  highest 
advance  ratio  tested  of  0.2.  The  BVI  noise  levels  were 
found  to  be  weakly  dependent  on  Ct/o.  Several  noise 
reduction  ideas  were  tested  and  evaluated.  As  would  be 
expected,  reducing  tip  Mach  number,  either  of  the 
baseline  3 -blade  rotor,  or  in  conjunction  with  a  4-blade 
rotor,  is  an  effective  way  to  significantly  reduce  noise. 
Reducing  RPM  seemed  to  be  about  as  effective  as 
adding  an  additional  blade  without  an  RPM  reduction. 
However,  adding  a  fourth  blade  and  reducing  RPM 
resulted  in  a  10  dB  BVI  noise  reduction.  The  addition 
of  the  tested  subwings  did  not  seem  to  be  an  effective 
strategy  for  noise  reduction,  and  they  incurred  a 
performance  penalty. 
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Table  1.  Range  of  Nominal  Test  Conditions 


Parameter 

Value 

^tip 

0.622,  0.691,0.725 

«s 

-15°  to +15 

[i 

0.125,0.15,0.17,  0.2 

Cj/o 

0.060,  0.075,  0.090,  0.100,  0.120 

Fig  1.  XV- 15  right-hand  rotor  mounted  on  the  RTA  in  the 
NASA  Ames  80-  by  120-Foot  Wind  Tunnel. 


Fig  3.  BVISPL  as  function  of  jj,  and  a^pp .  3 -blade  rotor. 
M,ip  =  0.69 f  Cfa  =  0.075.  Mic  #9. 


alpha, tpp 


Fig  4.  BVISPL  as  function  ofa^pp  at  ji  =  0.2.  3-blade  rotor. 
Mjip  =  0.691,  Cjlo=  0.075.  Traverse  at  r/R  =  1.0. 
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Fig  2.  Microphone  positions  for  the  XV- 15  test  in  the  NASA 
Ames  80-  by  120-Foot  Wind  Tunnel 
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Fig  5.  BVISPL  as  function  of  id  at  a^pp  =  4°.  3 -blade  rotor. 
M^ip  =  0.691,  Cjlo=  0.075.  Traverse  at  r/R  =  1.0. 


Fig  6b.  BVISPL  as  function  of  Cf  oat  pi  =  0.17  and  a^pp  =  3°. 
3 -blade  rotor.  =  0.691.  Traverse  at  r/R  =  1.0. 
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Fig  6a.  BVISPL  as  function  of  Cf  oat  pL  =  0.2  and  a^pp  =  4°. 
3 -blade  rotor.  =  0.691.  Traverse  at  r/R  =  1.0. 


Fig  7.  Unfiltered  acoustic  time  history  at  the  peak  BVl 
condition  (M^^p  =  0.691,  Cj/o=  0.075,  pL  =  0.2,  a^pp  =  4°). 
3-blade  rotor.  Mic  #9. 
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Fig  9.  Acoustic  footprint  under  advancing  side  of  rotor.  High 
Fig  8(a).  Filtered  acoustic  time  history  at  the  peak  BVI  BVI  condition  (M^^p  =  0.691,  Cfo  =  0.075,  ji  =  0.2,  a^pp  =  4°). 

condition  (M^^p  =  0.691,  Cfo=  0.075,  ^  =  0.2,  a^pp  =  4°).  3-blade  rotor. 

3-blade  rotor.  Mic  #9. 


Fig  8(b).  Expanded  azimuth,  middle  pulse. 


Fig  10.  Acoustic  footprint  under  advancing  side  of  rotor. 
Moderate  BVI  condition  (M^^p  =  0.691,  Cjlo=  0.075, 
p.  =  0.15,  a^pp  =  3°).  3-blade  rotor. 


Fig  11.  Acoustic  footprint  under  advancing  side  of  rotor.  Low 
BVl  condition  (M^^p  =  0.691,  CjJo=  0.075,  gi  =  0.15, 
a^pp  =  -3°).  3-blade  rotor. 


Fig  13.  Effect  or  reduced  M^^p  on  BVISPL.  Fixed 
thrust  =  4500  lbs  and  speed  =  69  knots. 
3-blade  rotor.  Mic  #9. 


Fig  12.  Filtered  acoustic  time  history  at  the  low  BVl  condition 
(M^ip  =  0.691,  Cfa=  0.075,  p.  =  0.15,  a^pp  =  -3°).  3-blade 
rotor.  Mic  #9.  Expanded  azimuth,  middle  pulse. 


Fig  14.  Acoustic  footprint  under  advancing  side  of  rotor. 
Reduced  M^^p.  3-blade  rotor.  M^^p  =  0.622,  thrust  =  4500  lbs, 
speed  =  69  knots,  a^pp  =  3°. 


Fig  15.  Comparison  of  two  subwings  with  baseline  rotor. 
=  0.69 f  Cfo  =  0.09,  Id  =  0.17.  Mic  #9. 


Fig  17.  Acoustic  footprint  of  rotor  with  +2''  subwings. 
=  0.691,  Cfa=  0.09,  ^  =  0.17,  =  37 


Fig  16.  Acoustic  footprint  of  baseline  rotor.  =  0.691, 

Cfo=  0.09  (thrust  =  5500  lbs),  p,  =  0.17,  a^pp  =  3°. 


Fig  18.  Acoustic  footprint  of  rotor  with  -I""  subwings. 
M,ip  =  0.691,  Cfo=  0.09,  p  =  0.17,  a,pp  =  37 
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Fig  19.  Effect  of  subwings  on  rotor  performance.  =  0.691, 

p.  =  0.17,  a^pp  =  -10°. 


Fig  21.  Acoustic  footprint  of  4-blade  rotor.  M^^p  =  0.691, 
thrust  =  5500  lbs,  speed  =  77  knots,  a^pp  =  3°. 
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Fig  20.  Comparison  of  4-blade  rotor  with  3 -blade  rotor  at 
fixed  thrust  =  5500  lbs  and  speed  =  77  knots.  Mic  #9. 


Fig  22.  Acoustic  footprint  of  4-blade  rotor.  M^^p  =  0.6, 
thrust  =  5500  lbs,  speed  =  77  knots,  a^pp  =  3°. 


